November 17, 1944 


> CLASSIFIED 


ADVERTISEMENTS for insertion in the following 
Friday’s issue are accepted up to First post on 
6 ede at Dorset House, Stamford Street, London, 
S.E 


THE CHARGE for advertisements in this section 
is 2/- per line (approx. 8 words) per insertion, 
minimum 2 lines 4/-, or for display advertisements 
30/- per inch, with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional charge of 6d. for postage of replies. 
SITUATIONS WANTED. — Three __ insertions 
under this heading can be obtained for the price of 
two if ordered and prepaid with the first insertion. 


Original testimonials should not be sent with applications for employment. 


ELECTRICAL REVIEW 


ADVERTISEMENTS... 


(Supplement) 69 


REPLIES TO advertisements published under a 
Box Number if not to be delivered to any particular 
firm or individual should be accompanied by instruc- 
tions to this effect, addressed to the Manager of the 
ELECTRICAL REVIEW. Letters of applicants in 
such cases cannot be returned to them. e name 
of an advertiser using a Box Number will not be 
disclosed. All replies to Box Numbers should be 
addressed to the Box Number in the advertisement, 
cfo ELECTRICAL REVIEW, Dorset House, Stam- 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be made ——- to ELECTRICAL 
REVIEW LTD. and crossed 


Seeeseeeeeeesscsesesesesesasessssesed 


OFFICIAL NOTICES 
TENDERS, ETC. 


CITY OF MANCHESTER 


YHE Electricity Committee invites tenders for the 
supply and delivery, during a period of twelve months 
ending 31st December, 1945, of :— 


Approximately 500 WELDLESS-STEEL LAMP 
COLUMNS AND FITTINGS (Specification No. 
1). 


Thwaites, Chief 
Town 


Specification, etc., from Mr. R. A. S. 
Engineer and Manager, Electricity Department, 
Hall, Manchester, 2 

Tenders to be delivere d by 10 o’clock a.m. on Thursday, 
30th November, 1944 

P. B. DINGLE, 


Town Hall, Town Clerk. 
Manchester, 
10th Titian. 1944, 990 


SITUATIONS VACANT __ 


None of the vacancies for women advertised in ‘these 
columns relates to a woman between 18 and 41 unless such 
woman (a) has living with her a child of hers under the 
age of 14, or (b) is registered under the Blind Persons Acts, 
or (c) has a Ministry of Labour — to allow her to 
obtain employment by individual effori 


BOROUGH OF DOVER 











Electricity Undertaking 
Appointment of Secretary 


APPLICATIONS are invited for the above permanent 
appointment from persons not over 45 years of age, 
at a basic salary of £450 per annum rising by annual 
increments of £25 to £500 per annum. 

Applicants must be members of either the Chartered 
Institute of Secretaries or of one of the professional Insti- 
tutes of Accountants, and be experienced in the keeping 
and preparation of the financial accounts of an Electricity 
Undertaking. 

The person appointed will have charge of and be res- 
ponsible to the Electricity Committee for the whole of the 


financial side of the Undertaking up to the final accounts, . 


the control of the clerical and meter reading staff and such 
other analogous duties as the Committee may require. 

The appointment will be subject to the provisions of the 
Local Government Superannuation a. 1937, and the 
successful candidate will be required to pass a medical 
examination. . 

Applications, stating age, experence, qualifications and 
position under National Service Acts, accompanied by 
copies of not more than three recent testimonials, must be 
delivered to the undersigned not later than the 2nd 
December next. 

Canvassing of any des wie eee ts ee. 


Town Clerk’s Office, 
Brook House, 
Dover. 
10th November, 1944. 


TON, 
Town Clerk. 


985 





CITY AND COUNTY OF KINGSTON-UPON-HULL 


Electricity Department 


Technical Assistant 


PPLICATIONS are invited for the above position 
from persons available now or immediately after 
the war. 

Applicants should possess a sound knowledge and ex- 
perience of electrical power engineering, should have 
served a works apprenticeship and possess an honours 
degree in engineering. Experience in consulting work 
would be an advantage. 

Salary in accordance with N.J-B. schedule, Class J, up 
to Grade 3 (£713 p.a. at present), according to qualifi- 
cations. 

The appointment is subject to a medical examination. 
The person appointed must reside within the City Boun- 
dary (waived during the war), and after three months’ 
satisfactory probation will be required to contribute to 
the Local Government & Other Officers’ Superannuation 
Scheme. 

Applications should give names of references who may 
be consulted, and should be submitted _to the General 
Manager, Electricity Offices, Ferensway, Hull, by January 
1st, 1945. ° 

4th November, 1944. 


MANCHESTER MUNICIPAL COLLEGE OF 
T N 


973 


(Faculty of Technology in the University of Manchester) 


Appointment of Assistant Lecturer in 
Electrical Engineering 


HE Governing Body invites applications for an Assis- 

tant Lectureship in Electrical Engineering in the 

College of Technology, with the title and status of Assistant 
Lecturer in the University of Manchester. 

Candidates should hold a degree in Engineering and 
should have had practical experience in Communication 
Engineering. 

Salary : £300 per annum, rising by annual increments 
of £25 to £400 per annum, plus war bonus (which at the 
present time is £52 per annum). Commencing salary 
according to qualifications. 

Conditions of appointment and form of application may 
be obtained from og: Registrar, College of Technology, 
Manchester, 1. The last day for the receipt of applica- 
tions is THURSDAY, 30th NOVEMBER, 1944. 

Canvassing, either directly or indirectly, will disqualify 
a candidate for appointment. 


J. E. MYERS. 
Principal of the a. = 


FTER the restrictions controlling the engagement of 
personnel are removed, old-established electrical and 
mechanical engineering firm of standing would consider 
the post-war engagement of a Mechanical Designer with 
sound academic and practical qualifications, including 
knowledge thermo-dynamics, hydraulics and mechanics. 
ust good personality, initiative and creative 
ability. The post would be of a permanent nature with 
salary according qualifications. Write, stating age, quali- 
fications, etc., to—Box 921, c/o The Electrical Review. 
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NORTH WEST MIDLANDS JOINT ELECTRICITY 
AUTHORITY 


Shift Charge Engineer 


APPLICATIONS are invited for the position of Shift 
arge Engineer, as a war-time appointment, at the 
Stafford Generating Station. 

Candidates must have had a good practical and technical 
training in mechanical and electrical engineering and ex- 
— in the operation of boiler and turbo-alternator 
plants 

The salary and conditions of service will be in accord- 
ance with the B. Schedule, Class E, Grade 8, at 
present rising from £361—£378 per annum. 

Applications, stating age and giving full particulars of 
experience and training, accompanied by not more than 
three testimonials, are to be endorsed ‘‘ Shift Charge 
Engineer,”’ and sent to the undersigned. 

F. FAVELL, Esaq., M.I.E.E., — 


Chief Engineer & Manag 
North West Midlands Joint Electricity “Authority, 
York Chambers, 
Kingsway, 
Stoke-on-Trent. 
8th November, 1944. 989 





CITY AND COUNTY OF KINGSTON-UPON-HULL 


PPLICATIONS are invited for the post of Manager of 
the Hull Corporation Telephone Undertaking, at a 
salary of £1,000 per annum, rising by annual increments 
of £50 to £1,200 per annum. The post is superannuable. 
The person appointed will be required (a) to pass a 
medical examination, (b),to reside within the City, and 
(c) to devote the whole of his time and attention to the 
duties of the office 
Forms of application and further particulars of the 
duties and conditions of service may be obtained from the 
undersigned. 
Applications, endorsed ‘*‘ Telephone Manager,’’ must 
reach the office of the Town Clerk, Hull, not later than 
noon on Monday, Ist January, 1945. 


ALEXANDER PICKARD, 
Guildhall, Hull. Town om. 


October, 1944. 


A FIER the restrictions controlling the engagement of 
personnel are removed, old-established manufacturers 
electrical equipment for transport services require Illumi- 
nation Engineer for post-war engagement, capable design- 
ing fittings, with sufficient electrical knowledge undertake 
design miscellaneous associated accessories. Applicant 
must have experience and possess initiative. Permanent 
post suitable man. Salary according qualifications and 
experience. Write, stating age, experience, etc., to—Box 
920, c/o The Electrical Review. 
HIEF Clerk (35-50) required to take charge of plant 

maintenance office in factory of 5,000 employees 
(S.W. London). Must be familiar with engineering and 
building terms (able to deal with W .’s, ete.) and 
work on own initiative, capable of controlling mixed staff, 
working knowledge of shorthand and typing an advan- 
tage. Salary £300 per annum. G post-war prospects.— 
Box No. 855, L.P.E., 110, St. Martin's 8 Lane, W.C.2. 913 
Cum Engineer required by important London com- 

mercial house to take complete charge of mechanical 
and electrical installations.—Box 969, c/o The Electrical 
Review. 

OUNTY Borough of Eastbourne Electricity Department : 

Chief Draughtsman and Constructional Assistant. 
Applicants must have had training and practical experi- 
ence in the design, preparation of estimates and specifica- 
tions, and the supervision of the erection of substations 
and other buildings associated with an electricity under- 
taking, and be capable of supervising building repairs, 
ete. The candidate would also be required to take charge 
of the mains drawing office, and must be fully conversant 
with modern methods of preparing and keeping mains 
records. The salary — be in accordance with Class F, 
Grade 8A, of the N.J.B. Schedule (at present £361 p.a.). 
The appointment is subject to the provisions of the Local 
Government Superannuation Act, 1937, and the selected 
candidate will be required to pass a medical SS. 
Applicants should write, quoting D.976XA, to the Minis- 
try of Labour and National Service, Room 432, Alexandra 
House, Kingsway, London, W.C.2, for the necessary 
forms, which should be returned completed on or — 
5th December, 1944. 958 
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LECTRICAL contractors, with head office in London, 
require Area Manager for Birmingham with know. 
ledge of all classes of power and lighting installations, 
preferably with a connection in the district. Details of 
a age and remuneration in confidence to—Hox 
916, c/o The Electrical Review. 
JEStiMaTING Engineers required by large electrical 
engineering firm (S.W. London area) for post-war 
positions. Applications are now invited. Employment 
subject to Ministry of Labour restrictions. wee No. 899, 
L.P.E., 110, St. Martin’s Lane, London, W.C.2. 949 


EF: -H.P. Sales Engineers required by large firm of elec 
trical equipment manufacturers for London, Midlands, 
Yorkshire and Scotland. ‘Positions will be permanent and 
progressive and vacancies are available now and post-war, 
All applications will be considered in confidence and 
should state, qualifications, age, experience and present 
salary.—Box 963, c/o The Electrical Review. 
OREMAN Armature Winder and Repairer required, 
capable of taking charge of ccna Experienced 
A.C. and D.€. rewinds, practical H.P. to largest sizes, 
Apply in writing, stating age, experience, salary required, 
enclosing copies of testimonials, to—The Manager, Em- 
ployment Exchange, 36, Grange Road, Middlesbrough. 987 
ADY Demonstrator. Applications are invited by the 
Mid-Cheshire Electricity Supply Co. Ltd. for the 
position of Lady Demonstrator of electric cooking and 
other appliances. Candidates must be ineligible for 
National Service, have had a good general education, and 
should preferably hold a diploma in cooking and/or elec- 
trical housecraft. Experience in lecture demonstrating 
desirable. Salary approx. £180 per annum. Applications, 
giving full particulars of training and experience, with 
copies of recent testimonials, to be sent to W. Fennell, 
M.I.E.E., Electricity House, —_—— Cheshire, not 
later than November 30th, 194 965 
ARGE Midland lhe tel of street and industrial 
lighting equipment, electric cookers and domestic 
appliances invite applications for post of Representative 
for London area and the East and South-East Coasts 
between The Wash and Southampton. Give full details 
of experience, connection, age and salary required in con 
fidence to—Box 964, c/o The Electrical Review. 
N ANAGER required for electrical works in London 
district, must have had a thorough technical and 
practical ge ag and have knowledge all types of elec- 
tric motors, etc., A.C. and D.C., this being most essential 
for the position; costing of work an advantage. Must be 
strict disciplinarian. State age and salary expected.—Box 
955, c/o The Electrical Review. 
POST -war Development Sales Engineer required by 
_ manufacturers lighting equipment. State age, ex- 
perience and salary expected.—Box 6490, c/o The Elec- 
trical Review. 
ROGRESSIVE firm, 20 miles west London, manufac- 
turing light electrical apparatus, requires Manager for 
apprentices’ training department. Applicants must be 
capable of instructing young people, have a good theo- 
retical and practical knowledge light machining processes, 
and preferably sound theoretical knowledge electricity. 
magnetism and heat. Apply—Box 971, c/o ‘The Elec- 
trical Review. 
PuBLic Lighting Expert required by manufacturers of 
street lamps to assist in design of equipment, promote 
post-war public lighting business, prepare schemes, esti- 
mates, etc. Salary according to qualifications. Applicants 
should state age, qualifications and experience. Write— 
Box 967, c/o The Electrical Review. 
EPRESENTATIVE required by leading manufac- 
turers of E.L.M.A. lamps, C.M.A. cable and lighting 
equipment, London area. Only experienced men need 
apply, giving full particulars of salary required, etc.— 
Box 904, c/o The Electrical Review. 
EPRESENTATIVE required to work Midlands and 
North from Manchester area, for manufacturers of 
materials used extensively in radio and electrical trade 
(preferably with own car). Excellent opportunity with 
definite post-war prospects for right man. Own staff know 
of this vacancy. Write—Box 968, c/o The Electrical 
Review. 
ALES and Wiring Superintendent required by an elec- 
tricity supply undertaking in the Midlands, Appli- 
cants must have had practical experience in industrial 
power. and domestic installations. Applications should 
state age, particulars of training and experience, salary 
required, and be accompanied by three recent testimonials 
addressed to—Box 956, c/o The Electrical Review. 
GAtEs Outside Representative required for London and 
Home Counties by manufacturers of electrical measur- 
ing instruments. Must have had previous experience and 
be technically qualified. Write, stating age, experience and 
salary required.—Box 901, c/o The Electrical Review. 
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‘ALES Representative required for post-war develop- 
2 ment by manufacturers of lighting fittings, London 
area, State age, experience and salary required to—Box 
936, c/o The Electrical Review. 

\ALES Representatives wanted by progressive trans- 
former company for certain districts. Manufacturing 
programme comprises not only standard types up to 1,000 
kVA, but also special types of great importance. for .in- 
dustry providing many outstanding advantages. Good 
prospects for post-war business.—Box 922, c/o The Elec- 
trical Review. | 
@TORES Assistant (permanent). Applicants, stating age 

and salary required, should have had experience and 
thus familiar with goods handle d — Wholesale = 
tric Co. Ltd., 37, Vauxhall Bridge Rd., S.W. 898 
TORES Clerk required by electrical wholesalers. Good 
knowledge of electrical material essential. a 
London Electrical Company, 92, Blackfriars Rd., S.E.1 25 


APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed that un- 
successful applicants are left in ignorance of the fact that 
the position applied for has been filled, may we suggest 
that Advertisers notify us to that effect when they have 
arrived at a decision? We will then insert a notice free 
of charge under this heading. 


SITUATIONS WANTED 


Mains Engineer (32), A.M.I.E.E., pub. sch. and univ., 
4 coy. and municipal experience all voltages up to 
33 kV. seeks appointment as technical representative.— 
3457, c/o The Electrical Review. 
Position require od as resident Salesman Repre- 
4 sentative, 6 years’ previous experience Middle East, 
speaking Arabic and Italian.—Box 6473, Electrical Re- 
view, or BM/NWAW, London, W.C.1. 
ge se rRI CAL Teste r, female, experienced on all types 
D.C. machines and equipment, either heavy or 
light pn desires position in North London area. 
Ple and send details to—Box 6443, c/o The Electrical 
Rev 
FELECTRICIAN seeks post, Supervisor, or charge of 
factory plant, A.C. or D.C. layouts, 20 years’ experi- 
ence, excellent ref.—Box 6430, c/o The Electrical Review. 
XPERIMENTAL Engineer wishes to contact a firm 
—4 of some standing interested in all electrical traction 
for aircraft, etc., for research, for post-war exploitation.— 
Box 6472, c/o The Electrical Review. 
GENE RAL Manager (41), with 20 years’ experience in 
light electrical, mechanical and radio products, now 
available to join company in executive capacity. Spee ialist 
in all phases of factory organisation and administration, 
produc tion, costing, purchasing and material control.— 
Rox 6458, c/o The Electrical Review 
\ ANAGER/ Representative, age 40, 22 years electrical 
a and radio trade, wishes to contact manufacturer or 
ea with view to appointment in Birmingham.— 
x 6474, c/o The Electrical Review. 
Penson NNEL Manager desires permanent appointment. 
Fully conversant with Ministry of Labour, Essential 
Work Orders, Trades Union procedure, experienced in 
engagement of labour, welfare, management, etc. Accus- 
tome od to controlling up to 6,000 male and female workers. 
Box 6440, c/o The Electrical Review. 
LANT Engineer seeks appointment.—Box 6477, c/o 
The Electrical Review. 
PURCHASING Official requires post of responsibility in 
provinces. Twenty years’ experience with important 
group electricity supply and transport undertakings. 
Thorough knowledge of these markets and highly experi- 
enced in organisation and control of central purchasing 
department with large turnover and staff.—Box 6492, c/o 
The Electrical Review. 
UALIFIED Mechanical and Electrical Engineer desires 
change as Works Manager. Wide experience with 





meter, instrument and small electrical precision manufac- 


ture, capable organiser, experienced disciplinarian. Lon- 

don area.—Box 6446, c/o The Electrical Review. 

yo NG Man (19), taking Ord. Nat. Cert. Elec. Engine, 
seeks progressive situation in radio engineering.— 

Box 6471, c/o The Electrical Review. 


FOR SALE 


Traders buying and selling hereunder must observe the 
Restriction of Resale Order, S. R. & O. 1942 No. 958. 








.C. and D.C. House Service Meters, all sizes, quarterly 
and prepayment, reconditioned, guaranteed one year. 
Repairs and recalibrations.—The Victa Electrical Co., 47, 
Battersea High Street, S.W.11, Tel, Battersea 0780. 19 
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GEORGE COHEN, SONS & CO. LTD. 
for 


GUARANTEED ELECTRICAL 


PLANT, 


MOTORS, GENERATORS, 


SWITCHGEAR, 
etc. 


WOOD LANE, LONDON, W.12. 
Telephone: Shepherds Bush 2070 
and 
STANNINGLEY, NEAR LEEDS. 
Telephone: Pudsey 2241. 


Established 1834. 
27 





THE “G.P.U.” PROCESS IS AN 
OUTSTANDING ENGINEERING FEATURE! 


BECAUSE existing material (often lying surplus 

in your works) can be used to produce any 
unusual Electrical Equipment urgentiy required, 
thus overcoming all difficulties of long delivery, 
licences, etc., while still guaranteeing the result 
expected, technically as well as economically. 


Before buying new, consult our Engineers who 
have specialised for many years in building the 
well-known 


““G-POWER-UNITS ” 


J. Gerber & Co. Ltd., Eng. Works, Wembley, Mdx. 
Please ask for Production Range Leaflet. 
976 





ELECTRIC MOTORS AND DYNAMOS 


E hold one of the largest stocks of New and Second- 

hand Motors. Secondhand machines are thoroughly 
overhauled. Inspection and tests can be made at our 
Works. 

For Sale or Hire. Send your enquiries to:— 
BRITANNIA MANUFACTURING CO. LTD.. 
22-23, BRITANNIA STREET, 

CITY ROAD, LONDON, N.1. 


Telephone: 5512-3 Clerkenwell. 13 





ECONOMISERS IN STOCK 


TWO Green’s Economisers, 208 tubes, 250 lbs. W.P. 
Guaranteed re-insurable and first-class condition only. 
low prices. Quotations per return. Installations delivered 

and erected complete. 
BURFORD, TAYLOR & CO. LTD., 
7, Commercial Street, Middlesbrough. Telephone 2 mae 


BURDETTE & CO. LTD. 
Stock 


Reconditioned A.C. and D.C. Motors and Starters Equal 
to New. 


STONHOUSE STREET, CLAPHAM, S8.W.4. 


Day and night service. MACaulay 4555. 
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REBUILT MOTORS AND GENERATORS 


ONG deliveries can often be avoided by purchasing 
rebuilt secondhand plant. We can redesign or replace 
surplus plant of any size. 


SEND US YOUR ENQUIRIES. 
OVER 1,000 RATINGS ACTUALLY IN STOCK HERE. 


DYNAMO & MOTOR REPAIRS LTD., 
Wembley Park, Middlesex. 
Telephone :- Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho Road, 
Handsworth, Birmingham. 


Telephone: Northern 0898. a 





ELECTRIC POWER PLANT, 164 kW 


OMPRISING Alternator vee-rope driven by Diesel 
engine For 50 cycles A.C. supply: single-phase, 
250 v., and three-phase, 415 v. 

Engine, by Mirrlees Bickerton Day, is 4-cylinder full 
Diesel type, with air injection, permitting efficient use of 
wide range of fuel oils. 

Alternator by Crompton Parkinson. 

Switchboard, water pump, fuel tank, compressor and 
all necessary equipment included. Electric streamline filter 
for lubricating oil available. 

Plant can be seen running in London area and insurance 
surveyors’ reports are available. 

Available immediately. 


An economical first-class unit at £1,600. 


LINDON DOORS LTD., 
Packet Boat Dock, Cowley Peachey, Middlesex. 








WATER TUBE BOILERS IN STOCK’ 


Four 25,000 Ibs. evaporation, 175 lbs. W.P 
Three 20,000 Ibs o 175 lbs. 
One 15,000 Ibs. ee 175 Ibs. ., 
One 12,000 lbs. ° 175 lbs. 
One 12,000 lbs. oo 200 Ibs. 

One _ 12,000 Ibs. 8 160 Ibs. ,, 
One 9/10,000 Ibs. 200 Ibs 


We install complete, including brickwork. Economisers, 
Pumps, Piping Valves, Generating Sets and Motors in 
stock. Please send us your enquiries; we can give 
immediate delivery. 
BURFORD, TAYLOR & CO. LTD., 
Boiler Specialists, Middlesbrough. 
Telephone: Middlesbrough 2622. os 
MODINSTAL ELECTRIC COMPANY LIMITED 
INDUSTRIAL ae See fe sears FOR 


NG 
COMPLETE tet oh OR SINGLE UNITS 


GUARANTEED HEAT GENERATORS. 
OLDHAM WORKS, OLDHAM TERRACE, 
le W.3, LON arre 

lephone : Acorn 3 
M.E.C. APPARATUS, DULL EMITTER inline: 








ARC WELDING MACHINES FROM STOCK 





E offer our latest type No. 2 Max-Are Welder for 
immediate delivery, 15/25! 0 amperes. Operates off 
any A.C. supply voltage. Send for details. 
MAX-ARC WELDERS LTD., 
190, THORNTON ROAD, CROYDON. 
THOrnton Heath 4276-8. a 





.C. and D.C. Motors, all sizes, large stocks, fully 
guaranteed.—Milo Engineering Works, Milo Road, 
East Dulwich, 8.E.22 (Forest Hill 4422). 6463 
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ELECTRIC POWER PLANT, 19 kw 


CMeneine: con Alternator belt driven by crude vil 
engine; complete with switchboard, fuel and water 


anks. 

atoll starting Blackstone Engine, type FSI, single hori 
zontal cylinder; heavy electric light type flywheel. Open 
type alternator with built- -on exciter wired for single- 
phase, 230-v. and three-phase, 415-v. supply, A.C., for 50 
cycles. 

Available immediately and may be seen running near 
London. Insurance surveyor’s report available. 


A first-class unit at £350. 


LINDON DOORS LTD., 
. Packet Boat Dock, Cowley Peachey, 


Middlesex 


Ws4 





ENQUIRIES SOLICITED — 
or 
BRASS & STEEL B. A. NUTS. 
Sizes stocked for =e 4 delivery : 
A 


Brass: 0, 2, _ 6, 8 and 10 B.A. Full and f Bonk 
Steel : 2 4, 6, 8 and 10 B.A. 


6. Lock. 
Also Stocked : yo & Steel Washers, Brass & Steel 
g. 


6, Leaside Rd., London, E.5 3. STA. 7131. 
6441 


A’ —e stock of surplus Ebonite, Fibre, Carbon Rods, 
Turnbuckles, etc., also Searchlights (sale or 
hire), . Lenses, also Winches of our well-known 
self-sustaining types. Hundreds of thousands supplied 
during the last 40 years to Govt. depts., corporations and 
traders.—London Electric Firm, Croydon 42 
-C. and D.C. Welding Sets, 200 amps. +» petrol driven, 
direct coupled, from stock.—J. Gerber & Co. Ltd., 
Wembley, Middx. 974 
-C. Motors, 1/50th h.p. to 3 h.p., from stock, for 
essential work only.—The Johnson Engineering a 

5, Spencer Street, Leamington Spa. 
ERIAL Cables, all sizes quoted for; good deliveries 
against Government contract numbers.—Edwardes 
Bros., 20, Blackfriars Road, London, S.E.1. 6480 
LTERNATOR, 500 kVA, 3-p., 50 c.. 400/440 v., 750 
revs., direct coupled exciter, 2 brgs.. on bedplate. 
a Thomson & Sons, Fort Road, eSeaforth. Liv = 


SAK ELITE Accessories, Switch-Plugs, B/C Adaptors, 
Lampholders, Iron Connectors, Batten Holders, In- 
sulation Tape, etc. We carry large stocks. Wholesalers’ 
enquiries and export orders solicited. Send 1d. stamp for 
complete list.—Marcus Fisher & Co. Ltd., 37, —_ 
Parade, London, N.2 30 
ELT Grinders or Sanders, 4” wide belt, £5 5s.; 6” wide 
belt, £10 10s.—John E. R. Steel, Clyde Mills, ——. 
Phone 1066. 
EST English Cables, 1/.044 up to 127/.103, deliveries 
against M.O.S. requirements.—Edwardes Bros., 20, 
Blackfriars Road, London, 8.E.1. 6481 
ARBONS, large stocks assorted sizes, solid and cored.— 
Edwardes Bros., 20, Blackfriars Road, London, 8. ms J. 
82 
XHAUST Fans, new, 14”, 1-phase, 200/250 v., 1,900 
cu. ft./mjn., £11 15s. —Southern Ignition Co. Ltd., 
190, Thornton Road, Croydon. 75 
OR sale, immediate delivery, 2 6,000-kVA Turbo- 
Alternators, 6,000 volts, 3-ph., 50 period, 3,000 revs. 
per minute. complete with condensing plant, circulating 
pumps and air pumps. Low price for quick clearance. 
Further details on application. Apply—Midland Iron & 
Hardware Co. Ltd., Cradley Heath. 862 
OUR identical 150-kW. ‘ Weir Sulzer/E.C.C.” 
Diesel-driven Generating Sets, 220 volt D. C. — 
Thomson & Sons, Fort Rd., Seaforth, L’pool, 2 74 
ENERATING Sets for sale, 3 kVA, petrol, 80/1/50; 
24-kW_crude oil, b. v. D.C.; 250 and 300-amp. 
petrol Welding Sets: 18-kVA petrol, 400/3/50.—Fyfe. 
Wilson & Co. Ltd.. Bishop’ s Stortford. 986 
ma duty Arc Welding Plants; 200 amps. Price 
10s. complete. Also Spot Welders, £36 15s.— 
John eh R. Steel, Clyde Mills, Bingley. Phone 1066. 50 
EAD-covered and Armoured Cables, P.I. and V.I.R.. 
various special lines at low prices.—Edwardes Bros.. 
20, Blackfriars Road, London, S.E.1. 6483 
ESLIE Dixon & Co. for Dynamos, Motors, Switchgear, 
Chargers and Telephones.—214, Queenstown_ Road. 
Battersea, 8.W.8. Telephone, Macaulay 2159. Nearest 
Rly. Sta. : Queen’s Road, Battersea (S.R.). 18 
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MAY. we send our Engineers’ Stethoscope on approval 
(wihost obligation)? Particulars on request.—Capac 
Ltd., 2, Ullswater Road, London, 3. 78 
FOTOR-driven Centrifugal Pump by Mather & Platt, 
8” suction, 6” delivery, ball-bearing type with hori- 
zontally split casing and water-sealed glands, 57,000 g.p-h., 
140’ head, coupled A.C. Motor, 62 h.p., squirrel cage, 
with auto-transformer starter.—Thomas Mitchell & Sons 
Lene’. Bolton 952 
OTOR Generator Sets and Convertors, all sizes oa 
ai voltages from 4 kW up to 500 kW in stock.— 
— Manufacturing Co. Ltd., 22/26, Britannia Walk. 
:. London, N.1. Telephone, Clerkenwell — 


Afstsitiann 4” a Drilling Machine, 13 onde 
£11 11s.—John E. R. Steel, Clyde Mills, Bingley. 
Phone 1066. 51 
AMEPLATES, Engraving, Diesinking, Stencils, ‘Steel 
Punches.—Stilwell & Sons Ltd., 152, Far Gosford 
Street, Coventry 14 
O. 18, 40-s. w. g. Insu-Glass covered, Plain or Enamelled 
Instrument wee Yate stock. — Saxonia, Roan 
Works sae S.E. 9 
O= Ghae “D.C., 200 kW, 500/520 volts, 
350" poe compound wound, inter pole.—Fred 
Watkins, Coleford, Glos. Phone 3100. 857 
NE Ironclad Switchboard for power, suitable for 3- 
phase, 440 volts, with 2 1,000-amp. ingoing main 
circuits with oil switches and 6 400- -amp. outgoing circuits 
with 6 oil switches, fitted with the following Meters: 
One Power Factor Meter, one Frequency Meter, one Kilo- 
watt Recording Meter, one Phase Voltage Meter, 6 400- 
ampere Meters. The board measures 19 feet long by 
6 ft. 11 in. high.—A. B. Robertson & Son Ltd., 260, 
Union Street, Aberdeen. 961 
HONE 98 Staines. 250-kW Browett Steam Generating 
Set, 220 volts D.C.; 400-kW_ Belliss ditto, 440 volts 
D.C.; 75-h.p. National Twin Diesel; 50- af Hindley Steam 
Generating Set, 440 volts D.C.—Harry H. Gardam & Co. 
Ltd., Staines, 60 
ORCELAIN Cleats, 2 and 3 groove, various sizes ex 
* stock, ng Pon —Edwardes Bros., 20, Blackfriars 
Road, London, 6484 
ORCELAIN ,- various sizes in stock, galv. 
wa —Edwardes Bros., 20 Blackfriars Root. 
London, S.E.1. 6485 
ORTABLE Engine-driven Welding Sets, output 33) 
350 amps., brand new, Government licence to pur- 
chase, delivery stock.—Gladiator Welder Sets Ltd., 28: 
Leicester Road, Sale, Manchester. 915 
OTARY Converters in stock, all sizes; enquiries 
ig Yr; —Universal Electrical, 221, City Road, 
London, 16 


C.1. 

OTARY Convertor by Lancashire Dynamo & Crypto 
Ltd., 3,000 r.p.m., input 240 volts, 2 amps. D.C., 
output 230 volts, 2.2 amps. A.C., £18. Se eee 

Slater Street, L eicester. 
ELF-Priming Electric Pumps, 300 g.p.h., £11 ‘a 
John E. R. Steel. Clyde Mills. Bingley. Phone 1066. 53 
w!INGLE-core V.I.R., Braided Flexible, heavy insulation, 
7 carry 24 amps., cheap. —Edwardes Bros., 20, Black- 
friars Road, London, S.E. 6485 
PECIAL line, Bell and Telephone Wires, also screened 
\ wires, large quantity, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London, 8.E.1. 6486 
Time Checking and Job Costing Time Recorders 
(all makes) for quick cash sale. Exceptional con- 


dition. Write—Box 528, Smiths, 100, Fleet Street, 
London, E.C.4 : 

WITCH and Fuse Units, Conduits and fittings, works 
requirements stocked.—Edwardes Bros., 20, Black- 


friars Road, London, S.E.1. 6487 
ARPAULIN Sheets, 20 ft. x 12 ft., £7 5s., quotations 
for other sizes; also Leather Aprons, 17s. 6d., Heavy 
Rubber 12s. 6d., Lightwejght Rubber 10s. 6d.—F. “Turner. 
446, Stockport Rd., Denton, Manchester. Phone 2804. 6459 
EN-line Private Automatic Telephone Exchange, 230 
volts, A.C. supply. Can be insnected under working 
conditions. Enquiries to—FBE, Mann Egerton & 


Norwich. 4 
EANSYORMERS, single and three-phase. All types 
10 ‘Woden Transformer Co. (Phone, 

Bilston P tosay Moxley. Road, Bilston, Staffs. 12 
-R.S. Cables and Flexibles, Welding Cables, supplied 

to M.O.S. requirements.—Edwardes Bros., 20, ok. 
friars Road, London. 6488 
WO Beresford Garvens “1” Submersible Motor- driven 
Pumps, about 400 g.p.h., 80/90’ head, with A.C. 
Motors, 8/50/ 400 volts.—Thomas Mitchell & Sons ime 


WO brand new, 5-h.p., 1,500-r.p.m., Crumpton- Parkin. 
son Drip-proof, 460-volts D.C, Motors, with push- 
button starters.—D. J. Davies, The Garage and Service 
Station, Treforest Trading Estate, Glam. 988 
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= 16-light metal and glass Electroliers; 3 7-light metal 
and glass Electroliers; 2 18” white opal Bow! Fittings: 
1 doz. 16” white opal Bowl Fittings.—Emerson, Grange 
Road, West Kirby, Cheshire. 962 
4. -p. Electric Motor, shunt wound, 100 volts D.C. Just 
had complete overhaul, perfect order, £25.—West Bank. 
Hill Road, Portchester, Fareham, Hants. 6478 
10072 400/3/50, 580-revs. S.R., E.C.C., 3 brgs., 
with switchgear.—Greenhalgh Bros., Burtons = 
Mill, Atherton, nr. M/cr. 897 
9 25 -kVA Alternator, 400 volts, 3-phase, 50 cycles, 750 
revs., with direct coupled exciter.—Midland Coun- 
ties Electrical Engineering Co. Ltd., Grice Street, Spon 
Lane, West Bromwich. 36 
330° -h.p. G.E.C. 440/550-volt D.C. Motor, compound 
wound, 360 r.p.m., 3 bearings, on ee 
£275. — Electric Machinery Co., New Union Works. 
Ancoats, Manchester. 
1, 000 -h.p. Metro-Vickers Rolling Mill Motor, 3/50/ 
5,500 volts, 184 r.p.m. Low price.—Box 
940, c/o The Electrical Review. 
1, ooo”. Turbo-Alternator Set, made by Metro- 
politan-Vickers in 1920, 3-phase, 50 period, 
400 volts, steam pressure 200 Ib., jet condenser. Apply— 
Patons & Ba!dwins Ltd., Halifax, Yorkshire. 887 
8 000 yards run Lead-covered Copper Cable, single 
’ strand, all as new, sample on_ application. 
Cheap to clear. — Bluston’s, 80a, East Laith Gate. 
Doncaster 6433 


ARTICLES WANTED 


OIL Winding Machines wanted for essential work.— 
Box 979, c/o The Electrical Review. 
LECTRIC Motors from 4 to 5 h. p., 460/230 volts D.C. 
—wW. H. Sugden & Co. Ltd. Gienny Rd., Barking. 46 
NAMELLED Copper Wire wanted, please state quan- 
tity, make, gauge and price.—Box 977, c/o The 
Electrical Review. 
ENGINEERING Technical Books (new or secondhand) 
wanted in any quantity. Attractive cash offers. Call 
—Third floor, 356, Oxford Street, W.1, or ee” 
St. George’s Avenue, Weybridge. 
LAMIN ATIONS, Scott, No. 203, wanted, state Re. 
and price.—Box 978, c/o The Electrical Review. 
NE Yates-American number 426 Roll Feed Sander, or 
similar type machine.—Box 982, c/o The Electrical 
Review. 
OE 60-h.p., 710-r.p.m. S.R. Motor and starter, 400 
volt, 3-phase, 50 cycles. Full particulars to—C. F. 
Pardoe, 73-79, Clarence Street, Hull. 960 
G>T of 6 Intercom. Telephone Instruments, table pattern, 
new or secondhand.—Alpha Electrical Co., Cheam. 959 
HREE similar 150-h.p. D.C. Motors, variable speed 
400/900 r.p.m.; either 200/250 or 400/500 volts D.C. 
will be considered.—Box 970, c/o The Electrical Review. 
y ANTED for high priority work, 10-ton Steam Loco. 
Crane, with 45/60-ft. jib; also 5-tonner with jib as 
long as possible. Details, age, condition, and price to— 
Thos. W. Ward Ltd., Sheffield. 981 
ANT ED, Rotary Converters, any size.—Universal. 
221, City Road, London, E.C.1. 22 


WORK WANTED AND OFFERED 


MOTOR REPAIRS 
EWINDING and Repairs. Small Motors and Electric 
Tools rewound and repaired by firm having long 
experience in this work. Guaranteed work and prompt 
service. Large assortment of Motors available from stock. 


SOUTHERN IGNITION CO, LTD., 
190, THORNTON RD., 
CROYDON. 





THOrnton Heath 4276-8. 37 





REWINDING AND secaiaatans 


. aggre and repair any motors, A.C. or D.C., from 
p. to 500 h.p. Motors lent while repairs are being 
Established over 24 years. 
W. H. SUGDEN & CO. LTD.. 
Glenny Road, Barking, Essex. 
Phone, Rippleway 3302, 
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DRAWINGS 


FLECTRICAL engineering drawings 
executed or traced in large in- 
dependent drawing office. Secret work 
executed in confidence and urgent jobs 
accepted under guarantee of speedy 
completion.—Box 938, c/o The Electri- 
cal Review. . 





.C. and D.C. Rewinding and Repairs, Small Motors and 
Electric Tools, guaranteed work.—W. Burgess, 297, 
Romford Road, Forest Gate, E.7. Maryland 2237. 6405 


A Uromatic capacity available up to 14” dia. for small 
Brass Turnings. Prompt delivery.—Clang, Crown 
Yard, Cricklewood. Gladstone 4201. 980 


APACITY available Centreless Grinding up to 1”, 
accurate work guaranteed, speedy delivery. —Clang, 
Crown Yard, Cricklewood. Gladstone 4201. 950 


ELECTRICAL Measuring Instruments skilfully repaired 
+ and, recalibrated. — Electrical Instruments. Repair 
Service, ‘‘Stanimede,’’ Forlease Road, Maidenhead. 6442 


MACHINING Work, for Centre Lathes up to 6% in. 
centres and medium-sized milling (good grade work 
preferred).—The London Electric Firm, Croydon. Up- 
lands 4871. 56 


EPAIRS. Clockwork Controllers, Time Switches, 
Clocks and every kind of clockwork appliance used 

in connection with electricity repaired quickly by skilled 
staff. Inquiries welcomed. 6 as will call in 
London area if required.—J. W. . Hughes, 58, 
Victoria Street, London, sw. Phone, Victoria 0134. 


ie 
IT'RANSFERS. Send your enquiries to—G. Rogers, 7, 
Balham Ave., Blackpool. 6466 


AGENCIES 


A live Agent, with sound, influential conrection among 
supply authorities, industrial undertakings, whole- 
sale and retail trade in Yorkshire, Lancashire and the 
northern area, is desirous of contacting manufacturer of 
domestic appliances and fittings with a view to representa- 
tion upon a commission basis.—Box 894, c/o The Elec- 
trical Review. 


A Young Man, with good connection in all branches, 
wishes to contact manufacturers desiring representa- 
tion in London and Home Counties.—Box 6342, c/o The 
Electrical Review. 


AGENCIES required for London, South of England, for 
the following: (1) Domestic electrical appliances; 
(2) Brass electrical accessories, switch plugs, etc.; (3) Con- 
duit. Advertisers have clientele with every wholesaler in 
the territory mentioned. Immediate turnover can be 
guaranteed. Either commission or buying basis. Post- 
war arrangements considered.—Box 64, c/o The Elec- 
trical Review. 


AGENCIES required, South of England, including the 
London area; (a) Cables; (b) Small Switchgear; (c) 
Transformers; or any lines suitable for distribution for 
wholesalers’ business.—Box 40, c/o The Electrical Review. 


RENCH Electrical Engineer, 4 years’ industrial ex- 
perience in England, good industrial connections in 
France, would like contact British Electrical Manufac- 
turers, view post-war representation abroad.—Box 6479, 
c/o The Electrical Review. 


MANUFACTURERS’ Agents, covering the whole of | 


Great Britain and Colonies, are desirous of contact- 
ing manufacturers with a view to sole selling rights (either 
commission or buying), post-war arrangements considered. 
—Box 23, c/o The Electrical Review. 


QCoTTIsH Agent, well known in the electrical industry, 
would like additional lines on commission basis only. 
—Box 6476, c/o The Electrical Review. 


SCOTTISH Engineer resident Glasgow seeks agency with 
electrical manufacturers, extensive live connection, 
engineering, electrical and shipbuilding.—Box 6491, c/o 
The Electrical Review. 


VW ELL- -known South African firm offers agency facilities 

Appli os Bee ged . —— 7 heanden of —— 
ight machiner to— 

c/o The Electrical Review. / sahil _— 
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BUSINESS OPPORTUNITIES 


ANTED to buy, small or medium-size works wel! 

equipped for light metal and plating work. London 
area preferred. Suitable production taken over.—Box 
975, c/o The Electrical Review. 


BUSINESSES FOR SALE 
AND WANTED 


A PVERTISER wishes to purchase business or Partner- 
ship, minimum capital £5,000.—Box 6475, c/o The 
Electrical Review. 
ELECTRICAL Contracting business required in Leices- 
ter-Nottingham area. Advertiser wishes to purchase 
either controlling interest or completely take over going 
concern. Replies will be treated in strictest confidence.— 
Box 6432, c/o The Electrical Review 


MISCELLANEOUS 
BATTERY Chargers Modernised. Your old Charger made 
like new by specialists. Conversion from valve to metal 
rectification. Send for interesting leaflet *‘Q.D.”’ on this 
service.—Runbaken Electrical Products, Manchester,1. 45 
ON’T Disclose Your Plans. Produce blue prints and 
black line copies, etc., in your own office, without glass 
frame, privately and economically. ‘* Arcoflex ’’ Copiers 
from 28 shillings. As supplied to. H.M. Government.— 
W. A. Boughton, 53, Kenley Road, Merton, S.W.19. 43 
DURBAN Trading Estate. Firms intending to manu- 
facture in South Africa are invited to obtain parti- 
culars of sites having rail, water and electrical facilities. 
London representative. Apply—Box 906, c/o The Elec- 
trical Review. 
NOTICE is hereby given that the Transfer Books and 
Register of Members of Aron Electricity Meter 
Limited will be closed eg the 18th November, 1944, to 
the 9th December, 1944, both dates inclusive. By order 
of the board.—H. G. Burrows, F.C.LS., Joint Sec. 966 


HOTOGRAPHY. A photograph says more than a 

thousand words. Realistic photographs for catalogues, 
brochures and general reproduction purposes for present 
and after-the-war uses. Records made of present work, 
premises, etc.—Miles & Kaye Ltd., Industrial Photo- 
graphers, 100, Southampton Row, London, W.C.1. Tele- 
phone, HOLborn 6858. Established over 50 years. 865 


EDUCATIONAL NOTICES 





LATEST A.M.1.E.E. RESULTS 


I* the recent Examinations held by the Institution of 
Electrical Engineers 477 Candidates sat who had 
taken B.I.E.T. courses. Of these 457 were successful in 
passing the examinations. We believe this record of 457 
successes out of 477 entrants has never before been 
approached by any’ oral or correspondence _ tutorial 
organisation, and indicates the very high efficiency of 
the modern system of Technical Training which we have 
laid down. 

The B.I.E.T. tutorial organisation is waiting to assist 
you either with a short specialist course or complete 
training for a recognised examination. 

We have available a large full-time staff of instructors, 
while the efficiency of our extensive organisation is a 
byword among engineers. 


WE GUARANTEE—“ NO. PASS—NO FEE” 


May we send a copy of ‘ ENGINEERING OPPOR- 
TUNITIES "? Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is of very real value to 
the ambitious engineer. 

Our highly informative handbook will be sent FREE 
and without obligation on request. 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY. 
Established 1927—over 200,000 students. 


12, Shakespeare House, 17, 18 & 19, Stratford Place, 


Oxford Street, London, W * 
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Great Possibilities for 
TECHNICALLY QUALIFIED ENGINEERS 


Key Men in War-Time and Afterwards 


NHE finest posts and the great majority of posts in 
Great Britain in this war are technical. The same 
will be the case when the war is over. The vast increase 
in mechanisation now being applied to war purposes will 
then be suitably utilised in reconstruction, and in trade 
and commerce. Take a recognised Engineering Quali- 
fication through home-study with the T'.I.G.B., whose 
Students have gained 35 FIhST PLACES in the 
A.M.Inst.C.E., A.M.I.E.E, A.M.1.Mech.E., A.F.R.Ae.S., 
etc., examinations. Write to-day for ‘I'he Engineer's 
Guide to Success,”’ containing the world’s widest choice 
of engineering Courses—over 20U—covering all branches: 
Electrical, Aeronautical, Mechanical, Wireless, etc. 


THE TECHNOLOGICAL INSTITUTE OF 
GT. BRITAIN, 
35. Temple Bar House, London, E.C.4. 


COMPANY MEETINGS 
ABERDARE CABLES LTD. 
[HE Eighth Annual General Meeting of the above 
company was held on 6th November in London. 

Sir George Usher (the chairman), who presided, said: 
In spite of the falling off in the demand for home and 
export cables during the past year; our cable factory has 
been kept moderately busy. The prospects for the 
immediate future are a little brighter, and we have already 
received a certain amount of export business. Our muni- 
tions sections have been kept very busy throughout the 
country on products of a very varied character. 

Our subsidiary, South Wales Switchgear Ltd., has made 
remarkable progress. Although the year under review is 
the first full operating year of this subsidiary since we 
acquired it, it is interesting to note that the number of 
its employees has grown to almost equal the number of 
employees of our main cable works. We have been 
entrusted with large Government contracts for switchgear 
and other specialised service requirements. 

The whole organisation is rapidly expanding and we are 
playing an important part in the absorption of labour in 
alas area. Post-war prospects are particularly 
right. 

The report and accounts were unanimously adopted, 
and the dividend of 6 per cent. for the year, paid in 
January, 1944, was confirmed. 951 





The fact that goods made of raw materials in short 

supply owing to war conditions are advertised in this 

Journal should not be taken as an indication that 
they are necessarily available for export 











| Telephone : Temple Bar 0055 (3 lines) 
Telegrams : “* Arwelidite, Westcent, London” 
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INDUSTRIAL FITTINGS 
CABLE & WIRING SUPPLIES 
WARTON RD., STRATFORD 


LONDON.E.15. (MARyland 6611) 
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ELECTRICAL REVIEW'S 


INSTRUCTION GHART 


FOR DEALING WITH APPARENT 


DEATH FROM ELEGTRIGC 
SHOCK 


In accordance with H.O. ELECTRICITY REGULATION 29 
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The ‘TEMCO”’ SWITCH 


COMPLIES FULLY WITH B.S. MINIMUM 
REQUIREMENTS (B.S.816-1938) 


Surface, Semi-recessed and 
Flush types 


OUTSTANDING VALUE 


Marketed by: 


T.M.C.-HARWELL (SALES) LTD. 


BRITANNIA HOUSE, 233 SHAFTESBURY AVENUE 
LONDON, W.C.2 
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Jeep 
Shock Absorber 


ZINC ALLOY DIE CASTINGS 
CAN TAKE IT 


It is well known that the Jeep withstands the 
most severe shocks. It is, however, less well 
known that zinc alloy die castings are used 
for the vital load-carrying parts of its shock 
absorbers. These parts* are subjected to 
severe and sudden stresses, the entire recoil 
shock of the absorber being transmitted 
through two. of the three zinc alloy die 
castings used. Such absorbers have been 
used on passenger cars for years. 


Zinc alloy die casting permits of the pro- 
duction of castings of accurate dimensions, 
requiring little or no machining and having 
good mechanical properties. Combined with 
low metal costs and long die life, these pro- 
perties have made zinc alloy die castings 
suitable for many applications — in peace as 
well as in war. 


* Shown considerably reduced in size, ig are mene 
die cast in zinc alloy conforming to B.S. 


[ZADEA) 


No. 12 in a series of advertisements issued by the Zinc 
Alloy Die Casters Association, an organisation formed 
by the industry to improve the technique of zinc alloy die 
casting and to pro mote a fuller appreciation of the pro- 

perties and applications of the castings. 


ZINC ALLOY DIE CASTERS ASSOCIATION, TURL ST. OXFORD 
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USED BY ADMIRALTY, M. of S., G.P.O., H.M. 
DOCKYARDS & LEADING ELECTRICAL FIRMS 


VIBRATION PROOF 


Overlapping teeth cannot be flattened. 
Teeth grip and cannot shake loose. 
In steel or phosphor bronze. Sizes from 
10 B.A. For all types of bolts and screws. 


SEND FOR SAMPLES. 


ERLAPPI Ay, i i lot FLATy, 
eG S TeeTH cant es 








NORTHWOOD ST., ST. PAUL'S, BIRMINGHAM 3 


























CHIN lity 


ENGINEERS ~*. 


Head Office : 
GARFORD ST. 
LONDON, E.14 


Telephone : 
EAST 3768 & 3817 


PRECISION MACHINING 
AND FITTING 
CONSTRUCTIONAL WORK 
FABRICATED WELDING 
SHIP REPAIRS 
ELECTRICAL REWINDING AND 
REDESIGNING 


PORTABLE DIESEL AND : 

PETROL COMPRESSORS : 

AND ARC WELDING: 
PLANTS FOR HIRE 


oS 


Liverpool : : 
42 STANLEY ST. : 
LIVERPOOL | 


“Telephone : 
CENTRAL 8847 
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WHY YOU SHOULD USE 





. ” For Better Joints in Less Time 


ERSIN MULTICORE 


The Solder with 3 Cores of 
Non-corrosive Flux. 


@ Avoids Dry Joints. 

\ @ Speedily makes Sound Joints on 
_ Dirty or Oxydised Surfaces. 

@ Always Correct Proportions 
of Flux and Solder. 
@ No additional 
required. 

f¥@ Approved by ‘Air 
Ministry and G.P.O. 


FREE 


®‘‘ Technical Notes on 
fF. Soldering'‘and samples 
sent free on request 
to firms engaged on 
Government Contracts. 


MULTICORE 
SOLDERS, LTD. 
Commonwealth 
House, 
London, W.C.1. 
Tel: Chanc'y 5171/2 










Flux 
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M.8.M. are specialist manu- 
facturers of tilting type mercury 








switches suitable for instrument 
work, domestic and industrial ap- 
paratus and power control gear. 


THE MERCURY SWITCH MANUFACTURING 
WEST DRAYTON, © LTD. MIDDLESEX 























LITHOLITE INSULATORS 
ST. ALBANS MOULDINGS LTD 


WATFORD 


‘PHONE: WATFORD 4494 








DENNIS 


SWITCHGEAR 






SPECIALISTS IN FUSES, DISTRIBUTION 
BOARDS, SWITCH FUSES, SWITCH 
BOARDS, CONTROL bison ast ETc. 








LONDON OFFICE-ABFORD HOUSE, WILTON RD., S.W.1 
Telephone : Victoria 5780 
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Darwins Ltd Jackson Electric Stove Co. Ltd 
Davis & Timmins Ltd Johnson & Phillips Ltd 
De Renzi, Holmes & Co. Ltd Joyce Engineering Ltd 
Dennis, G. P., Ltd Kerry’s (Great Britain) Ltd 
Dewhurst & Partner Ltd 44 | Key Engineering Co. Ltd 
Donovan Electrical Co. Ltd Klaxon Ltd 
Downes & Davies Langley London Ltd 
D.P. Battery Co. Ltd Laurence, Scott & Electromotors Ltd 
Drayton Regulator & Instrument Co. Ltd . 
Du Bois Co. Ltd (Continued on page %) 











PATENT 


Sarre -.,dronclad Switchgear 


Ae Pur 


POSITIVE CAM 
=z:* COMPRESSED CONTACTS 


ALL SPRING CONTACTS 
ELIMINATED 


A HIGH-GRADE 500-volt!H.R.C. FUSE SWITCH 
at a competitive price, of a most 
advanced design, appealing to 
Operator, wireman, and engineer, 
with’ proved service in many 
factories on war work. 

Smooth QMB action and robust 
moving parts. 

Fuses instantly replaceable with- 
out tools. 

Standard fixing centres for 15-60 
ampere DP and TP cases. 

Top and bottom entry for all 
cables with extra large amount 
of room for connecting up. 


Alternative rewirable cartridge fuses available with improved arc damping device 


STANTON & CO, 60 MOOR ST, BIRMINGHAM, 4. 
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V ELECTRICALLY-DRIVEN PUMPING sets N 
Trade PULSOMETER Mark 
TURBINE PUMPS FOR ALL DUTIES 


for General Service Waterworks 
Boiler Feeding Mining 
For all heads up to 3,600 feet. 


Illustrated is a “Pulsometer” multi-stage turbine pump. 








List 2730 


N Pulsometer Engineeting C21 READING 4 

















Specialists in the moulding of Poly- 
styrene, Polythene and Cellulose 
Acetate as applied to the Electrical 
Industry. 

We shall be very pleased to forward 
any information requested. 


INJECTION 


MOULDERS ELECTRIC FIRES 
Lid. (Bureau!) |} | PP Wo) dN od hs 


Westmoreland Road, London, N.W.9 | 
Telephone : COLindale 8868/9 | or R AHAM FARISH LTD. 
= BROMLEY * a i 



































The Spiral Tube and Components Co. Ltd. 
Technical Department 
OSMASTON PARK ROAD, DERBY 
Head Office - Honeypot Lane, Stanmore, Middlesex 
Telephones - Derby 46067-8 Edgware 4658-9 
Telegrams-Spiral Derby 46067; Spiratucom Phone London 
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pure 


filter 
paper 


Write for Samples and Prices to: 


EVANS, ADLARD & Co. Ltd. 
POSTLIP MILLS. WINCHCOMBE, CHELTENHAM 






for CLEANING 

and DRYING 

TRANSFORMER 
Ol 
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PRANA’ pressure 


Die Castings 


BASIC METALS — 
ALUMINIUM, ZINC, TIN AND LEAD 


Write for Treatise on Die Castings 


SPARKLETS LIMITED 


Dept. 36, LONDON, N.18 
FOUNDED 1896 
































Note the tongue’ which 
ensures perfect and 
permanent contact. Easy 
to fix. Nuts cannot 
turn. All sizes from half to two inches 


THE DONOVAN ELECTRICAL CO. LTO. 
BIRMINGHAM 9 


Eiectrical Manufacturers and Stockholders 


a BELLS 


IRONCLAD WEATHERPROOF 
AND GAS- AND WATER-TIGHT 
TYPES FOR A.C. OR D.C. 
ALL VOLTAGES UP TO 250 


ASSOCIATED FIRE ALARMS 


LTD. 
SUTHERLAND WORKS, ST. ANDREW RD. 
WALTHAMSTOW, LONDON, E.17 





A.R.P. 
etc. 


FIRE 
ALARM 
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HOPE’S PATENTS 


FLAMEPROOF 
FUSEGEAR 





G 








Tested and 
certified by 
the Mines Dept. 
for use in 
Groups |, Il and 
lll P gases. 





A complete range of switches and 





fuse-switches, the latter incorporating 
Aeroflex high breaking capacity, re- 


wirable cartridge fuses, is available 





in 30-amp., 60-amp., 100-amp. and 


pte: hn 150-amp. sizes. 
fusegear list. e 
* | PARMITER, HOPE & SUGDEN LTD. 





Longsight, Manchester 12. London: 34 Victoria St., S.W.| 
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@ We are now able to 
supply Brass or Steel 
Studding from stock in 
the following sizes : 
0—8 BA 
£’—?’” Whitworth 


Supplied in 12 inch 
lengths in gross bundles. 
Special lengths supplied 
to order. 

* 


We are manufacturers 
of Screws, Small Turned 
Parts and Inserts. 

Enquiries invited. 
BIS 


ELECTRICAL REVIEW 


November 17, 1944 


NSP 


Head Office: BILLET ROAD - WALTHAMSTOW - LONDON - E.17 


Telephone: Larkswood 2244 and 446! 





ELECTRIC DEPOT LTD., 114 PRITCHETT ST., B’HAM, 





FIBRE 


KEY CONDUIT. 


Large Stocks now avail- 
able at Manchester 
KEY ENCINEERING CO. LTD. 


4 QUEEN VICTORIA STREET, LONDON 
AND MANCHESTER. 














SNAP-ACTION 


LIMIT SWITCH 


TYPE AKFR 


OTHER PRODUCTS : 
AUTOMATIC STARTERS 
ROTARY SWITCHES 
CONTACTORS 
OVERLOADS 


British Klockner Switchgear Ltd. 
Chertsey, Surrey. Phone: Chertsey 2221/2 





[=LONDEX REMOTE FLOW INDICATOR= 





Ceases : 


(1) Motor 
tripped 
automatically 
(2) Visual 
Signal 


Ask for leaflet 

















102/ER 


POSRSOEK:- tio 


MNUFACTURERS OF RELAYS 


MA 
“Wonks” 2O7-ANERLEY ROAD: LONDON-S-E-20 svor 
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